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difference of level of the water surfaces in the two burettes und for the diH'erence in the solubility ()f tho two gases, the volume of the hydrogen is twice that of the oxygen.
115.    Observations on Electrolysis.
EXPERIMENT 32.   To if/ttatntl*! tkv ylwnommici of electrolysis.
In Fig. 123 A/I represents a water voltameter, E, F, Q are three beakers, E ;i.nd /'r contain a slightly acid solution of copper sulphate, while (1 is 111 led with silver'nitrate.
Two copper plates are placed in Ay, and two platinum plates in both F and ^/. The.se are coniHu'ted up so tliat a, current can pass through the water volt.-ainn(.(»r and through the li(}uids in the. three lirakiTs in ;;eri(ks. Mako the; connexions and allow the current- to pas?, for some, time, say IT) minutes, then examine tin* results. If the electromotive force of the battery used has been sullteient (the reason for this proviso will appear later) oxygen lias been given oil' at A, hydrogen, at //. The copper anode in H is probably black and scaly— the, extent of tills depends in a great measure on the purity and exact condition of the materials the copper kathode in K is covered with a bright eoatingof freshly deposited, copper; the platinum anodes in /•' am! <Y are une.hanged, but oxygen
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